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INSTRUCTIONS FOR OPERATING 


Connect plug of Generator in a lighting socket. Hither direct 
or alternating current is sa actory. Turn on switch at light, 
insert Electrode in hard rubber handle of Generator, 
‘Turn adjustment Knob on top plate of Generator to the right, 
or clockwise, until vibrating spring starts to operate. The 
farther the knob is turned in, the greater the strength of the 
current. Should the current not come through the Electrode 
immediately, hold the Electrode in the hand for a short time to 
warm it up, Turning the adjustment knob to the left shuts off 
the Generator. This adjustment Knob is not a switch; it does 
not shut off the current, but is simply to regulate the amount 
of current delivered by the Generator. 
As soon as through using, turn off current at lamp socket. 
If the Generator stops when current is not turned off, be sure 
and turn off the current at electric light socket before com~- 
mencing to adjust the controlling knob; otherwise, an arc ma; 


be formed at the contact points and serious damage may incur 
to the Generator. 


IMPORTANT—TO GET MAXIMUM STRENGTH FROM 


ELECTRODE, ALWAYS HOLD END OF HANDLE NEAR- 
EST CORD. 


Always insert Electrode with a straight push. Don't twist. 
Remove with a straight pull. Don’t twist. 


NEVER USE THIS GENERATOR WHEN IN A BATH TUB 
OR WHEN GROUNDED BY MEANS OF A RADIATOR, ELEC- 
TRIC FIXTURES, WATER PIPES, GAS STOVE, RADIO OR 
ANYTHING THAT IS CONNECTED WITH THE GROUND. 

Never use the Generator on the scalp when hair has been 
treated with a tonic containing more than 40% alcohol. 

Do not oll this Generator under any circumstances. It does 
not require oil. 

Should Generator get out of order, send it to us for repair: 
We will not be responsible for instruments that have been 
tampered with either by the purchaser or some electrical repair 
concern. 

Should the Electrode at any time not give off a spark when 
Generator is operating, the fault is with the Electrode Air 
has gotten into it and destroyed the vacuum. It has very likely 
i Aes Way been cracked, although the crack mi: not be 
visible. 

Talcum powder should be dusted over the surface of body 
being treated, to allow free movement of glass electrodes. 


INSTRUCTIONS FOR OPERATING OUR 
OZONE GENERATOR NO. 25 


Ozone Generators are packed with nose piece attached: 
included separately is a small glass piece with flat disc end 
for inhalations through mouth. This nose piece may be re- 
moved from rubber coupling and mouthpiece inserted. Place 
en” bulb on glass tip at lower part of barrel of Generator. 
detaching Peony ot: Eaceneenls Se in upper chamber by 

nd using funnel. y 
- considerable lensth orci = el. This oil will last for 
stem of ozone generator in handle of Violet Ray 
Renreator, Same as any other electrode. Hold barrel chamber 
HS Prone .cenickator. firmly in left hand. This causes sparks 

Sa ip from inner vacuum to outer wall, creating the ozone. 
the on current and agitate bulb with right hand. This forces 
tne arog Jee) the upper chamber, where it is filtered through 

. pleasing, purifying, powerful agency results. 


INSTRUCTIONS FOR USING METAL 
SATURATOR ELECTRODE 





TREATMENT CHART 


The following directions for the application of High Fre- 
quency Electricity are compiled from the, highest. authorities 
on the subject. To obtain the best results, treatment should 
be taken strictly in accordance with this Chart. 

A single application of High Frequency Electricity, while 
it may give some relief, should not be expected to accomplish 
miracles any more than one spoonful of medicine. It must 
be followed by other treatments at regular intervals to obtain 
the desired results. 


In treating surface of the body, always keep the Electrotie 
moying slowly 

High Frequency Electricity is a germicide, yet ordinary 
sanitary rules must be followed in the care of Electrodes. To 
sterilize them, immerse in weak solution of carbolic acid or 
in Lysol. Then wipe thoroughly with clean cloth or absorbent 
cotton. 


Every Electrode throws a spark if held away from the body. 
The farther away the Electrode is held, the longer the spark 
and more caustic. 

Never insert or remove an Electrode from an orifice of the 
body while the current is turned on. 

Electrodes that are to be used internally should be lubricated 
with cold cream or vaseline before inserting. 


The following terms will be used below: 


CONTACT—Means keeping the Electrode in direct contact 
with the body. 


LOOSE CONTACT—Means that the Electrode barely touches 
the body. This may be obtained by wrapping the Elec- 
trode in a handkerchief, piece of chamois or linen. 


WHEN ONE-QUARTER INCH SPARK is mentioned, turn 
the adjustment knob on the Generator so that the Elec- 
trode will throw a snark when held one-quarter inch away 
from the body and no farther. 


FOR ONE-HALF INCH SPARK, adjust the knob so that the 
Electrode will throw a spark to the body when it is held 
ene-half inch away. 


A MILD CURRENT is when the Generator is just operating, 
and a STRONG CURRENT is when the adjustment knob 
is screwed in completely. 

MEDIUM CURRENT is when adjustment knob is screwed in 
about half way. 


To obtain one-quarter inch spark, treatments may be taken 
through the clothing approximately one-quarter inch in thick- 
ness, etc., causing the spark to jump through the clothing to 
the body—or, if one-half inch spark is desired, treat through 
one-half inch of clothing. 

In all cases use a current that is tolerable by the patient. 
If strong current is not tolerable at first use a medium cur- 
rent. It will be found that patient can stand much stronger 
current after first few treatments. 

ABSCESSES—To arrest growth of abscesses, use Electrode 
No. 1 in contact with the surface of the body on the part 
affected and surrounding area, using a strong current for 
from 7 to 10 minutes, twice daily. Use enough current 
to get the effect of the heat generated. i os 

ACNE (PIMPLES) —Cauterize the larger pustules wi 
Electrode No. 14 with one or two strong, sharp sparks 
to each pustule. Regulate the strength 
ance with toleration of patient. apply 
No. 1 in loose contact with a medium current for 10 
minutes over the entire surface affected. Treatment every 
third day. Cure may be expected in naraea Tez case. 

ADHESIONS—Where adhesions follow operations or inflam- 
matory copditions. Use Tarjighe contact, Dassing back amd 
rent, keeping ul . 
forth over the area involved, for from 7 to 10 minutes 
twice or three times daily. is 

ALOPECIA (FALLING HAIR)—Treat over the ent 2 

"with Electrode No. 2, moving rapidly. Use for 5 or 6 

_ minutes twice daily, with a medium current, keeping the 

Electrode in loose contact with the 


= 





AMENORRHEA—Use Electrode No. 9 with 
daily. Never treat for more than 5 minumeuUM@ current 
ment. Always have Electrode inserted before sou = 
turned, on, "Treat also with Electrode No. is gmment 8 
with the lower part of spine, daily for § n 
surong current. y. 5 minutes, with a 


ANEMIA—Treat over the entire body through 
with as strong current as possible to stand Tinie 7 
for 7 minutes each treatment. ‘Treat particularly daily, 
the entire length of spine, with as strong current 
possible, using Electrode No. 15. Results should be notices 
in either 10 to 12 days’ treatment. Ozone inhalations iced. 

- daily with Ozone Generator for 5 minutes? treatment ace 
of exceptional value. 


ARTERIOSCLEROSIS (Hardening of the Arteries) — 

metal Hlectrode in the hand for 10 minutes fas) Hold 
Use a strong current. This saturates the body se 
tricity and gives the arteries a cellular which 
will lower the blood pressure and soften the arteries, 
Treatment over the entire body with Electrode No. 1 with 
mild current is also very beneficial. Be careful of your 
diet. Don't over-eat. 


ASTHMA—Treat over the chest and throat glands with Elec- 
trode No. 4 in light contact, for 10 minutes daily, with © 
as strong current as possible, till surface reddens. Also 
treat over the back between shoulder blades and down 
as far as waist-line. OZONE inhalations should be taken 
twice daily, foi minutes, from OZONE Generator. 


ATAXIA—Apply to the spine, abdomen and back of legs 
with Electrode No. 1. Treat first with daily treatments — 
for 10 minutes with as strong current as_ patient will 
tolerate, in loose contact with the body. Gradually de- 
crease treatments to three times a week. 


ATONIC DILATION of the STOMACH—In this disease we 
have complete relaxation of the motor fibres of the stom- — 
ach, and treatment must. be that which will cause them 
to actually contract and regain their normal tone. Treat 
with Electrode No. 1 for 5 minutes daily, over the area” 


of the stomach, using as strong current as is tolerable, 
in loose contact. 4 


ATROPHY of the OPTIC NERVE—Close the eyes and use 
Electrode No. 16 and 17, with a mild current, for three 
minutes three times daily. Hold the Electrode in close 
contact with the eye-lids, and do not turn on current until 


Electrode is in contact with them. Turn off current before 
removing. E 


ANUS, FISSURE OF—Use Electrode No. 6 with medium cur- 
rent, daily; never over 5 minutes each treatment. Turn off 
current before inserting or removing Electrode. 


BALDNESS—(See ALOPECIA.) 


SARBER'S ITCH (SPCOSIS)—Tie handkerchief or piece of 
tnen. over Electrode No. 1 and treat over the entire sur~ 
face affected, in light contact, with a strong current, 3 to 
5 minutes, twice daily. Treat until you observe destruc- 
tion of tissue, and should face become a trifle sore, le i 
the time between treatments. 

BOILS (FURUNCULOSIS)—Cover rea: = 

sonable surface aroun 
fhe boll as well as on the boil itself, with Electrode No. 1, 
ps yepntact, with a es current, for 10 mnlnates pels: 
~ ess shor removed in one or two treat- 
ments, and the boil will come to a head much quicker. 


SRONCHITIS—Treat with Electrod: er chest | 
le No. 1 over the chest 

and back for 10 minutes, four times daily. Treat with a 
current through one-quarter inch clothing until 

— inhalations from OZONE Gen- 

eens and are invaluable in the treament — 


uid be felt after one or two. 


SIRTH MARKS—Treat over the surface No. 1 


= with Electrode 
contact. with a strong current, for five minutes 
Considerable time is 





BLADDER DISEASE (CYSTITIS)—Local treatm 
Bladder and lower spine with Bicsoae Nena th ‘strong 
current, In contact, for. five: minutes twice dally Nore 
aI us resul ts ast 
for five ‘minutes twice dally, with medium coment ase 


flammation is re! 

most cases. moved and ‘urine clears very quickly Ia 

BLACKHEADS—Use Electrode Ni 
curieutis tice Galipaitar Heee Mere on es 
massage treatment ‘may be used In sonmetien Cie 
treatment of High Frequency. Face: conjunction with the 
cleansed with good quality soaj es should be thoroughly 
ing Violet Ray. y ip and hot water before apply- 

BURNS—Treat immediately 
MMGd: Area Leathe Dlectrade Nowa UND REA 
forithres. torfive- tlnutes.. Nolowine: thig-withuerestaen ts 
of, more duration sand, streneth: (or, one halt nonmcrinta 
seit remove soreness from the burn and help it to heal 

BUNIONS—Use Electrode No. 1 or 16 
the Bunton, for ® minutes, OS aS ore oe 

dium - e: ved. Vi Se 
ene manrent Soreness is removed very quickly, also 

BLEPHARITIS (GRANULAR EYE- —U: 

Fiat Gator Ar bpbe oO sHorNer ve: 7 aie > ae 

CALLOUSES OR CORNS—Treat with Ele 2 
See ee Neen welts careers 
sible to stand, directly on the callous, for three or f 
painulS twice daily. Besides removing soreness ae 
ae Taper remove the corn or callous if treat- 

CANKERS—Use Electrode No. 1 in contact wi 
enrrent twice daily, for three minutes each Mee eae 

CARBUNCLES—Treat with Electrode No. 1 in contact, with 
a medium current for seven minutes, twice each day. Also 
treat. around inflamed area, keeping Electrode moving 
rapidly back and forth. This should make an appreciable 
aineacs in the pain and promise an early ripening of the 

CARCINOMA (MILD CANCER)—Removal of cancer requires 
application of No. 14 Electrode with shower of hot sparks 
causing caustic fulguration. Do not treat unless under 
supervision of physician. 

CATARACT—Benefit may be expected from the High Fre- 
quency current in a reasonable percentage of cases if 
applied in the early stages of cataract. For treatment, 
see Eye Diseases. 

CATARRH—Inhalations from ozone generator, twice daily for 
ten minutes’ duration each treatment, also treat bridge 
of nose and forehead with No, 1 in contact. Relief may 
bey eae en in every case and cure in a large percentage 

CHAPPED ‘HANDS OR FACE—Use Electrode No. 1 in con- 
tact for seven minutes daily with a medium current mov- 
ing slowly over chapped area. ‘This treatment should be 
used in conjunction with creams, etc. 

CERVICITIS—Five minute treatments every other day with 
Electrode No. 9 for never more than five minutes’ dura- 
tion each treatment. Use a mild current. Care must be 
taken that Electrode 

CHILBLAINS—Use No. 1 Electrode with a current strength 
‘capable of producing one-half inch spa Keep the Elec- 
trode in contact with the skin, desired. 
Treat for ten minutes un! 
daily. A cure may reaso 


DANCE)—General Treatment with a 
spark to the spine, abdomen. and ex- 
fifteen minutes every other day. 

, Ozone from our ozone gen- 
inhalations daily is a valuable 


adjunct. 
COLD EXTREMITIES—Using Electrode No. 1 held Ra a 
32. inch above the surface with 2 strong current Un) the 
surface reddens will give immediate results. 
should be contin daily. 





p—Apply 1 Electrode above the eye and 

COLD, IN HEA® Te atact. wi medium current for ten 
sigeates twice ations from ozone generator 
minutes TWiutes four times daily. Results should be ex- 
pected very auicl wack Hee 

Nog Treat chest and back through medium thick 

COLD INE with Electrode 1, using a strong current for 
clothing Tre iwice daily. Inhalations from, ozone ‘generator 
ten minutes, fy for ten minutes each treatment. 

CHLOROSIS—Same treatment as for Anemia. 

COLITIS (INFLAMMATION OF COLON)—This is a condi- 

IS (INFIGes not yield to ordinary methods but which 
tlon which, “gusceptible to the high frequency, current: 
tae No. 1 through clothing for fifteen minutes daily over 
bevel area with a medium strong current. When im- 
bowelnent takes place, continue three times 2 week. 
provement provement should be expected in practically 
every case. a ; 

TIPATION—Electrode No. 1 to abdomen in contact for 

CONSTIPATites daily. Move Blectrode slowly from right to 
ten MmUollow by Electrode No. 7 in rectum with medium 
left. ft °for five minutes daily. Turn current off while 
faserting or removing Electrode. 

CONJUNCTIVITIS (INFLAMMATION OF THE EVE)—Use 
WJUNCe No. 16 or 17 in contact with the closed eyelids 
Fiecthree minutes four times daily. Have Blectrode in 
contact with the eye before turning on current and turn 
off current before removing. 

CORNEAL OPACITY—Same treatment as Blepharitis. 


CONVALESCENCE — Use Electrode No. 1 with a medium: 
‘strong current. through the clothing so as to produce a 
spark to the whole body for ten minutes three times daily. 
This will aid the patient in regaining strength. 

CYSTITIS—See Bladder Diseases. 


DANDRUFF—Treat over the entire scalp with Electrode No. 
2 moving rapidly. Use a medium current for from five 
to ten minutes. Daily treatments are advised. Results 
should. be expected in ten days’ treatment. Should the 
scalp become irritated from too frequent treatments, use 
milder current for slightly less duration. 

DEAFNESS (CATARRHAL) —Use insulated ear Blectrode 
No. 21 in the ear as far as possible to insert with a mild 
current for three minutes daily. Be sure and have Elec— 
trode Inserted before turning on current and turn. off 
current before removing. Follow this treatment with Elec- 
trode No, 1 in contact behind the ear with a medium current 
for five minutes twice daily. Ninety per cent of the cases 
treated will yield remarkable results. Complete cures may 
not always ensue, but improvements will be marked in 
practically every case. Should the sensation of heat become 
too great, stop treatment for a time. The roaring sound 

sie cease after one or two treatments. 

ES—Apply over abdomen with Electrode No. 1 
shrones thin clothing with a strong, sharp spark for ten- 
minutes daily. Three to six months is the average time 
React to cause sugar to disappear. A cure should not 

pveeenes Observe proper diet. 

PSIA—Electrode No. 1 In contact with a strong current 
Tor twelve minutes daily. ‘Treat over the stomach and solar 


plexus. Daily ‘ 
ozone ger a of ten minutes’ duration from 


EARACHE—Use Electrode, 
possible for innes ata wie mila 
EAR See ans sae 
ES—The 
benefited by the 
erator 





EPILEPSY —slectrode No. 1. applied to the brain and along the 

spine for five minutes with a medium current ev 

day. A cure should not be expected. nt ere rene 

EYE DISEASES—In treating diseases of the eye, use an eye 
Electrode in contact for not more than three minutes each 
treatment. Treatments may be taken twice daily. 
sure to have Electrode in contact with the closed eyelids 
before turning on the current, and turn off the current 
before removing. 

EPITHELIOMA (CANCER OF THE SKIN)—Use No. 1 Elec- 
trode with as long and sharp a spark as patient can tolerate 

three or four minutes each treatment. Treat every 
other day. The X-ray is the best method of treatment in 
these cases. 

FALLING HAIR—See treatment for Alopecia. 

FURUNCULOSIS—See treatment for Boils. 

FISTULA—Same treatment as for Anus, Fissure of. 

FROST BITES—Use Electrode No. 1 with short spark. 
‘about one-quarter inch from body with a medium 
current. Treat hourly for from three to five minutes each 
treatment. 

GLEET—Use Electrode No. 7 or 11 for never more than five 
minutes daily. Use medium current. Apply lubricant, 
such as cold cream, before inserting. Unless under direc- 
tion of physician, we would advise that No. 7 Electrode be 
used and not No. ll, as it is a much easier form of treat- 
ment and will give results just as quickly. Always turn 
current off before inserting or removing Electrode. 

GOITRE—Treat around and on the Goitre with Electrode No. 1 
or 4. in contact with a strong current for five minutes daily. 
‘After this treatment, raise the Electrode about one-quarter 
inch and treat directly on the Goitre with a sharp spark 
until surface reddens. Results should be apparent in about 
fourteen treatments and a cure may reasonably be expected 
in a great majority of cases. 

GONORRHEA—(MALE)—Follow directions given under Gleet. 

(FEMALE)—Follow directions given under Cervicitis. 

GOUT—Treat with Electrode No. 1 in contact for five to ten 
minutes daily, using a mild current to start treatments 
and gradually increase the strength with each succeeding 
treatment. 

GRAY HAIR (RESTORE TO NATURAL COLOR) — Use 
\Mectrole No. 2, moving rapidly over the scalp for five 
minutes daily with a medium cui . Results will not 
be noticed until after at least four weeks treatment. 
Meentnents must be kept up for possibly three or folk 
Inonths, but if continued and used regularly, results may 
be expected in practically every canes ne soars 

GRIPPE (INFLUENZA)—Treat over the spine, . 
eyes. es sides of ahi Serene os 1 with ~ ee 
current and throug! in clot from five 
minutes twice daily. Use inhalations from ozone generator 
twice daily for ten minutes each treatment. Paceith: tha 

HOARSENESS—Use Electrode No. 5 in loose com nc a 
throat for five minutes each treatment four times ly: 
Use a medium strong current. Results should be appare! 
in a very few treatments. 

HAY EEVER—Use No. 21 Electrode directly In the Tnge res 
a mild current for from anres to ave See eech a eaent 

tor for tei 
Vet sed two weeks before the attack of pay sever z comes 
on this is generally ‘sufficient to prevent the 
sinatra, “crterwcareta 

HYPERTENSIO! 

HYPOTENSION (HIGH BLOOD PRESSURE)—Same treatment 
as for or Chiorosis. 


ReADACH Ee 

eis 

he back of the neck. 
wherever 





E—If the blood pressure is low, treatments 
‘s to the spine for about five minutes twice 
rease the blood pressure. Also treat with 

the solar plexus. 
O1DS—They may be relieved with our No. 14 ful- 

Sipe tes Blectrode. We would advise that they be used 
only under physician's care. 

HIVES AND RASH—Treat with No. 1 Electrode over the entire 
area affected, using medium current in contact for from 
three to five minutes daily. 

NIA (SLEEPLESSNESS)—Use Electrode No. 1 or No. 15 
sar contact with the back_of head and neck for 
five minutes, followed by a medium current in contact 
for three minutes over the eyebrows. Also use No. 3 
Electrode held in the hand for ten minutes with a medium 
current. 

IMPOTENCE—Use a No. 1 Electrode with enough current 
to produce a spark one-quarter inch in length. Keep the 
tube in loose contact with the surface while it is passed 
back and forth over genitals, inguinal, and bladder regions 
and to the lower half of the spine. With the spinal 
application raise the Electrode to get reasonably stimulating 
sparks. Treat daily for ten minutes each treatment. 

ITCHING—This annoying symptom may be relieved by using 
a strong current with Electrode No. 1 held one-half inch 
above the surface so that a shower of sharp sparks strike 
the itching parts. After this treatment, which should be 
continued for about one-half minute, use a mild current 
with the Electrode directly in contact for two minutes. 
Relief is generally immediate, although very often only 
temporary. 

INFANTILE PARALYSIS—Use a spark of approximately 
one-quarter inch in length and treat through the clothing 
with strong stimulating sparks to the spine and over 
all the paralyzed muscles Treatments should be taken 
twice dafly and of ten minutes’ duration each treatment. 
Also use No. 3 metal Electrode held tightly in the hand 
for five minutes twice daily. Very good results should be 
expected. 

iINFLUENZA—See Grippe. 

INDIGESTION—Follow instructions given under Dyspepsia. 

IRITIS—Follow instructions given under Eye Diseases. 

LARYNGITIS—Use Electrode No. 4 with a medium current 
in loose contact with the throat for ten minutes daily. 
Inhalations twice daily with ozone generator for ten min- 
utes each treatment. Inflammation in most cases will 
disappear after very few treatments. 

LEUCORRHEA—Follow instructions given under Cervicitis. 


LICHEN RUBRA—(A PAPULAR INFLAMMATION OF THE 
SKIN)—Follow directions given under Skin Diseases. 

LOCOMOTOR ATAXIA—Treat particularly well over the 
spine, abdomen and back of legs for ten minutes daily. 
Use a strong current and treat through clothing. Ten 
minutes’ treatment daily, holding metal Electrode No. 3 in 
the hand is of exceptional value. Beneficial results may be 
reasonably expected in a large number of cases. 

LOW BLOOD PRESSURE—See Anemia. 


LUMBAGO—Treat with Electrode No. 1 through one-half inch 
clothing with as strong a current as patient can stand 
until relief is given. Treat over small of back and have 
patient assume different positions until he or she can feel 
Somtectables = Se Laotian zone treatment is morerats: 

op in and a cure may reasonal = 
expected with continued treatments. A 3 


LUPUS (TUBERCULOSIS OF THE SKIN)—Treat over sur- 
face with a strong sharp spark fro) Electrode 

nix Beeps above surface for three to five minutes. 
SSA it hi 
hana patient old metal Electrode No. 3 in one 





MENOPAUSE (CHANGE OF LIFE)—Mild application of sparks 
through thin clothing along the spine to the back of head 
and neck and over the abdominal regions, taking fifteen to 
twenty minutes for the treatment daily. 


MOLES AND MOTH PATCHES—Electrode No. 1 in loose con- 
tact with good strong current for three to five minutes 
every other day. 


MUMPS—Treat over the swollen glands with Electrode No. 4 
in contac Use medium current for five minutes three 
times daily. Soreness may be relieved in a short time. 

NASAL_ DISEASE—These diseases treated under separate 
heading. 

NERVOUS DISEASES—Treat over the spine, back of neck, 
and head for ten minutes daily with Electrode No. 1 in 
loose contact, using a medium current. Also hold metal 
Electrode No. 3 firmly in_the hand for ten minutes dafly, 
using a strong current. Ozone inhalations from our ozone 


generator for ten minutes daily are of exceptional value 
and should be taken if possible. 


NEURALGIA—Use Electrode No. 1 over the painful area and 
strong a current as patient can stand for ten 
Treat through underclothing. All treat- 
ment is the same for all varieties of Neuralgia and results 
in practically every case are certain. 


NEURITIS—Start treatments directly in contact with inflamed 
area with a mild current for about three minutes daily. 
After the first three or four treatments, gradually increase 
the strength 0% the current an@ also increase the length of 
treatment, raising the Electrode a little farther from the 
surface each succeeding treatment. The first three or four 
treatments may aggravate the pain but this is a good sign 
so do not discontinue treatments. One high authority 
claims a complete cure should be expected in every case of 
Neuritis. ° 

OBESITY—Use Electrode No. 1 in direct contact over the 
entire body for fifteen minutes daily, using a medium 
strength current. In cases where the reduction in weight 
is not so great, it will be found that the re-distribution 
of fatty tissue to different parts of the body will greatly 
aid bodily comfort. 


PARALYSIS—Treat with Electrode No. 1 through the clothing, 
using as strong a current as patient can tolerate for about 
fifteen minutes twice daily. Treat particularly on the 
paralyzed portions and also on the spine. Our experience 
has been that a great many cases receive benefit. 

POISON IVY—Use Electrode No. 1 with long, sharp spark and 
strong current for three to five minutes daily. 


PNEUMONIA—Treat over the chest and back through the 
clothing with Electrode No. 1. Use a strong current until 
the surface reddens. Treatments should be taken twice 
daily. Also use ozone inhalations for five minutes each 
treatment twice daily from ozone generator. Relief should 
be experienced in a fairly short time. 

POST-FRACTURE _CONDITIONS—Local application of Blec- 
‘trode No. I with a mild current in contact for five minutes 
twice daily will aid greatly in relieving soreness and help 
in bringing about a cure in a shorter time. 

POST-OPERATIVE CONDITIONS—Same treatment as for Post- 
Fracture Conditions. sees Free om 

PR DISEAS! Electrode No. am 

ane fon ran five minutes daily. Use lubricant 
vaseline before inserting and always 
on 


PSORIASIS (A CHRONIC INFLAMMATORY SKIN DISEASE) 
Same treatment as given under Skin Diseases. 


RRHEA—Place Electrode No. 44 directly in contact with | 
gees Turn on current so that it is very mild and 

treat all around the gums for three minutes fhe SS 

Electrode fairly rapidly. Use treatments once daily. 

off current before removing Electrode. 


2 





PIMPLES—See Acne. 
PILES—Same treatment as for Hemorrholds. 
RECTAL DISEASES—Same treatment as for Prostatic Diseases. 


FHEUMATISM—Use Electrode No. 1 on and around affected 
cies through the clothing for fifteen minutes twice daily. 
Use as Strong current as js tolerable and treat until surface 
reddens. Relief from pain should be felt in a very few 
treatments and the swelling should disappear to a great 
extent. 

RED NOSE (ACNE ROSACEA)—Same treatment as given for 

Acne. 

RING WORMS—Use Electrode No. 1 with medium current and 
hold about one-quarter inch above the surface for from five 
to six minutes dafly. 


RODENT ULCER—Fuleuration Electrode No. 12 is used to 

stroy the affected tissue. Hold Electrode about one- 

Quarter inch above the surface and treat with a mild cur- 
rent for one-half minute until tissue has disappeared. 


SCARS—The object in treating scars is to destroy the tissue. 
Use Electrode No. 1 with a strong current and a short 
spark over the scar for four to five minutes daily. Treat- 
att may have to be continued for a considerable length of 
time to obtain the best results. 


SCIATICA—Follow instructions given under Neuritis, being 
careful to start treatments with a mild current and grad- 
ually increasing the strength and length of treatment from 
day to day. 

SEBORRHEA—Same treatment as given for Dandruff. 


“SKIN DISEASES—First. tie a handkerchief or piece of linen 
‘around the bulb part of Electrode No. 1. This allows a 
Shower of sparks to pass from the Electrode to the body 
at the same time it prevents the Electrode from making 
contact, Treat with a medium strength current for from 
three to five minutes daily. 


SORE FEET—Treat with Electrode No. 1 in contact with a 
‘current from five to eight minutes twice daily or 


SORE THROAT—Same treatment as for Hoarseness. Inhala-~ 
tions from our ozone generator are of exceptional value 
‘should be taken twice dally for six minutes’ duration 

each treatment. 


RAINS—If xprain ix of long standing, use a strong sharp 
spark by holding Electrode from one-quarter to one-half 
inch above the surface. If otherwise, use trode No. 1 
ad pin As contact with a strong current for ten minutes 

iy. 


STIFF NECK—Same treatment as for Stiff Joints. 


STRICTURE OF THE URETHRA—(Une Elect No. 
wah gen Sarat a nei et 
je before inserting, Be sure 
and have Eleptrote inserted bet 
Lin oxtaere ne fore turning on current and 


SYCOSIS—See Barber's Itch. 
bien i ec ad treatment a» for Sore Throat. 
INITUS AURIUM (ROARI | 
um, 4 ane AR pe SOUND. IN THE EAR)—Fol 
“ines faily from ono of ten minutes di thes 
tment-of CE AGE: 
pected but reat reiet"may” efit ‘in the majoniey OF 


n y a S 





WARTS—Electrode No. 14 held one-quarter Inch above the 
surface of the wart so that a shower of sparks flows from 
it to the surface. Treat until wart turns white on top and 
tissue Is destroyed. Two days later follow with the same 
treatment. 


Avoid picking wart with finger nails. No scar 
will be left if treatment is given successfully. 


WRY NECK—Treat back of ears and down the back and sides 
of neck with Electrode No. 1, using a strong current and 
holding Electrode directly in contact. After continuing this 


treatment for five minutes, raise the Electrode and pat the 
surface treated for five minutes longer. 


WRITER'S CRAMP—Apply Electrode No. 1 from the finger 


tips to shoulder and upper spine, using a strong current 
with sharp sparks for five minutes twice daily. 


Pine Needle Oi! 


For use in Ozone Generator. 
Per Bottle . 


Insulated Electrodes 


The insulation of Electrodes prevents leakage of current 
at side walls and delivers full benefit at point of contact 
with parts to be treated. In using internal Blectrodes 
always insert before turning on current at the knob, and 
turn off current before withdrawing Electrode. 
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NOTICE 


PTTL LOLOL Ee 


After a week’s use of the Genera- 


tor if results are not satisfactory, 


call at our office and we will give 
you full instructions for use in 


your particular case. 


678 Chamber of Commerce Building 
Twelfth and Broadway 
Los Angeles, California 


Office Hours: 
9:30 A. M. to 4:00 P. M. 
Saturday 10:00 A. M. to 12:00 M. 
Telephone: TUcker 4673 
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CATALOGUE 


High Frequency 


Violet Ray 
Electrodes 








. * . . 
Re-javin Violet Ray Co. 
678 Chamber of Commerce Bldg. 


Broadway at Twelfth 
Los Angeles, Cal. 








High Frequency 
Violet Ray Generator 


See Our Prices 
Sold on the Cash or Installment Plan 


or Rented by the Month 








DESCRIPTION OF ELECTRODE 
USES AND PRICE LIST 


No. 1—Surface or General Body Electrode, 
suited for all exterior surface treatments.....$1.00 
No. 2—Rake Comb Electrode, especially for 
p Treatment, Falling Hair, Dandruff, 
Gray Hair ...... eee escheat: 
° 1 le, held tightly in hand 
for systemic treatment—Nervousness, Ane- 
mia, etc.; also held by person while being 
given a hand massage for face or 
by another person Ee 
No. 4—External Throat Electrode, ; 
designed to fit closely over G 
Goitre, Tonsils, Double Chin, ete 0.0... 
No. 5—Internal Throat Insulated Electrode, 
particularly for professional use............ 
No. 6—Internal Throat Plain Electrode. par- 
ticularly for professional use.......... 
No. 7—Rectal Insulated Electrode, 
for treatment of prostatic trouble 
No. 8—Rectal Plain Electrode, also for rec 
and prostatic treatment, professional 
No. 9—Vaginal Insulated Electrode... 
No. 10—Vaginal Plain Electrode 2.000000... 
No. 11—Urethral Insulated Electrode, par- 
ticularly for professional use... ctl 
No. 12—Urethral Plain Electrode, for pro- 
fessional use —...........-- ats. 
~ No. 14—Fulguration Electrode, for cauteriz- 
ing and remoy: 3 scars, warts, 
etc. eane 
Ne. 15—Spinal. ss for... spinal 
treatments .... ee Se 
No. 16—Single Eye Electrode, made to fit 
over eye, with lids closed =e oa 
No. 17—Double Eye Electrode, 
both eyes at the same time..... 
No. 18—Condenser Electrode, 
metal conductor within vacuum to concen- 
trate current, producing strong, even flow. bs 
Best for deep-seated cases in place of No, 1 3.50 
No. 19—Cataphoric Electrode, for profi 
sional ‘use . 
No. 20—Spiral Electrode ..... 
No. 21—Ear and Nasal Insulated 
for internal ear treatment tor 
also for internal nose treatment... 
No. 22—Ear Special Insulated Electrode, best 
suited for internal ear treatments 
No. 23—Ear and Nasal Plain Elec 
internal treatment of nose and ear, for pro- 125 
fessional use .- ae eee es 
No. 24—Special Vaginal Electrode, made 
with perforations, generating purifying zone 
internally; particularly for inflammation. 
No. 27—Special Prostatic ..... or 
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NOTICE 


Electrodes are not guaranteed for any 
length of time, but are guaranteed to be first 
class when sold. 

Electrodes are not sold on the Installment 
Plan. 








: Ozone 


Generator 


This Ozone Electrode 
is made to fit any type 
treatment apparatus. 
Complete with bottle of 
oil. 


Price, $9.50 





PHoNe WEstMoRE 8020 Hours 9:30 To 4 


Ya SATURDAY 10 TO 12 
¥ ayn /Pkhoy 
RE-JUVIN es RAY COMPANY 


MANUFACTURERS OF 
HIGH FREQUENCY 
VIOLET RAY GENERATORS 


678 CHAMBER OF COMMERCE BUILDING 
VY ROADWAY AT TWELFTH 
t Att, LOS ANGELES, CAL. 





TUcker 4673 RE-JUVIN VIOLET RAY CO, Off z 
High F; requency Violet Ray Generators oa0tn 


678 Chamber of Commerce Build: Saturday: 10 to 12 
Broadway at Twelfth 


Los Angeles, Calif, 


oy 1926 
hereby authorized by 
for which I agree to pay the Re-juyin Viole! 


1.50) as follows: 


t Ray Company the sum of 


$10.00 with this order, 


$10.00 on the he be $10.00 on the........A\ 
$10.00 on the $ 9.50 on the. , 


payable at its office, 678 Chamber of Co! juilding. It is further agreed as follows: 
That if said personal property is paid Zin full within thirty days from the execution of this contra discount of 


erty out the written consent of the Re-juvin Violet Ray Company. f F 
when Alue or failure to comply with any of the covenants or agreements herein contained shall 
righfs in or to said property or any moneys which may have been paid hereunder, it being 


shalf not/be removed from nee address without notifying this office, nor shall the buyer 


It in_anyspaym 
work a forfeit all buys 


that all 


$4.50 will be allowed. ’ : 3 " Z 

Said personal propesty is ow: 4nd shall remain the property of the RE-JUVIN VIOLET RAY COMPANY until 
fully paid for, but at the \y rill/fron/ time of delivery in case of loss, injury or destruction from any cause. 

i 


aid shall be for the rental of said personal property. 
arog hat in the event of any repairs being necessary within one year from the date of this con- 
energtor to the office of the Re-juyin Violet Ray Company for repairs. So Wevel 
jet Ryf Company shall not be bound by any representations or agreements not contained herein. 





